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“ZIMADENTAL 


ine 
Home of the Dental pod® ultrasonic cleaning machi" 


D eliminate 99.9% of bacteria and 
Saning tablets as these can damage the 


>O 


+ You should use a st 
hours a day We 


Warra nty 
This unit carries 6 m, 
technical faults 
damage or m; 


‘onths completa warranty, which from 
covers damage occur 

once used The warranty does not include coverage for path tity 

Wsuse of the product ‘ig 


Thank you for choosing this product. Please read this instruction manual carefully before use 


Safety Precautions 
The appliance is not to be used by persons (including children} with reduced physical 
Sensory oF mental capabilities, or lack of experience and knowledge unless they have been 
given supervision oF instruction 


Unsupervised children should not play with the appliance 


they have been given supervision or instruction cone 
safe way and understand the hazards involved. 
en ta re) Children shall nat piay with the appliance 
Please do not use this device i you have a pacemaker or similar device fitted 
A ZIMA DENTAL product Cleaning and user maintenance shall net be made by children withoun supervision 


Please do not rinse or soak any part of the device apart from the cleaning tank 
Please do not touch the power cabla with wet hands 
www.zimadental.co 


an abnormal smetl or smoke comes from the device please refrain lrom use and get 
touch with the Dental pod team as soon at possible 


W the supply cord 1s damaged, it must be replaced by the manulacturer, ny server agent or 
similarly qualified persons in order to avoid a hazard 


of experiance and knowledge 
ing the use of the appliance ina 


if the device is not to be used for # significant period please leave it unpluggedaw eet 
cause harm 


Please do nat dry-run the device with no watay in the tenk 
Please do not use flammable cleaning solutions 
Please empty the tank after use- do nat leave water in the tank between ust 
Do not attempt to disassemble, repair ar modify the device . doing so vedio waa" 
This appliance is intended to be used in households 
Design and specifications are subject to change noes 
Only use cold water with the Dental pod O: 


cycle the unit more thane ws 
changing the water 


We recommend only using Zima Dental sterilizing tablets with the Darla 


PPE clean 
ttre" Cleaning Technology 


high frequency 42.000 Hz ultrason 
pA ano-scale bubbles eee 


iz nd and collapse, releasing a amount of ener: 
ee expo! Collapse, releasing a large amount of energy, contin 
cOntinuOUshy 


ng the grime. bacteria and y 
te Plaque while being normabrasive to your ort 


apie agent ration occurs on average 4000 times per second. All surfaces and 
Nn uUaus! orn gt : 
cansinuously leaned leading to a chort but thorough cleaning cyde ana e Y™™ 
de anda 


Tris 00g a 
— ee 
required to produce imal h 
four? lovel of cavitation depe: 
sre pro Tg and the tize/material of the oral appl tarp 
oa ppliance Fortunately, the Dental pod 
oo ot gystorn that will analyse thi oe 
poe 1@ tank contents and adjust the frequency for optimal 


a 


Main Features 


rate the cleaning soir, 
on a 
ma 


Tank Size 75*75°37 mm Product Size 445911583 mm 
Tank Volume 150 mi Weight 3109 

Max Water Ling 10% Case Material ABS, TPE 

Tonk Matecial Stainless Stee! Power Supply 230V/ SO Ha 

Frequency ems Power Input DC 12/158 

Cleaning Cyele 1 Preset - 5 Minutes Automatic Of Yes Parts list: 


What it will clean? 


Retainers, Aligners, Mouth; liances | 
‘ 4 guards, Dentur 
lines, taking care not to spill water into the power vase oe vue : 2 em = coe 
a sa pod Please contact support if 
sure whether your oral appliance is suitable, eat 


‘Add a Zima Dental Sterilizing Tablet into the tank. 


Leave the tablet to 

remains give the so! 

Place your dental appliance into the tank. Make sur 
fully submerged in the solution 


For stubbom staing teave your appliance in the solution for S minutes 


Place the lid back on to the Dental pod. 
What will you hear? 
Ultrasonic cavitation generates a light buzzing sound du 
cleaning cycle. Remember, this 's medical pec xara 
different to your typical household appliance. 


Plug the device in, using the Dental pod's supplied cable 


Lightly press the touch butten on the front of the device to 
start the automatic 5 minute cleaning cycle 


through one more complete cycle with the appliance 
tuned over. % 2 E 7 
ee A ZIMA DENTAL product 


pod more than wice without changing the 


Do not cyele th 
water 


Once finished, cloan the inside of the tank with a cleaning 
wipe or equivalent. 


